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AMCONSUL KARACHI 

CONFIDENTIAL STATE 29061 1 

KARACHI FOR RCO 

E.O. 11652: GDS 

TAGS: AFAC, ABLD, ASEC 

SUBJECT: C&R RENOVATIONS 

REF: DHAHRAN OM DTD OCT. 18, 1977 WITH ATTACHMENTS 

1 . SINCE IT HAS NOW BEEN DETERMINED THAT THE INTERNAL WALLS 
OF THE PREVIOUS CRU AREA DO NOT MEET VAULT SPECIFICATIONS 
AS WAS PREVIOUSLY BELIEVED, IT MAKES SENSE TO FOLLOW THE 
POST'S SUGGESTION OUTLINED IN REFERENCE OM TO UTILIZE THE 
CONFIDENTIAL 
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18-INCH THICK PERIMETER WALT. AS THE NEW BOUNDARY OF THE 
C&R AREA. 

2. DEPT (OC) WAS SURPRISED TO LEARN THAT POST HAS A CLASS V 
VAULT DOOR AND DAY GATE IN STORAGE THAT WAS PURCHASED FOR 
THE ENTRANCE TO THE GENERATOR ROOM. ALTHOUGH DHAHRAN 0567 
DISCUSSED THIS POSSIBILITY, NO MENTION WAS MADE THAT DOOR 
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WAS IN FACT PURCHASED. FOR THIS REASON. POST WAS INFORMED 
THAT DEPT WAS ORDERING AND AIR SHIPPING ONE DAY GATE FOR 
THE CLASS SIX VAULT DOOR PRESENTLY AT ENTRANCE TO THE 
PREVIOUS TCU AREA. 

3. DEPT APPROVES SUGGESTIONS CONTAINED PARAS 2 AND 3 REF 
OM. HOWEVER, DEPT PREFERS TO INSTALL DOOR D-4 AS SHOWN ON 
DRAWING AA-570 EXCEPT THAT IT MAY BE LOCATED TO THE RIGHT 

NEARER TO THE NEW LEXAN SERVICE WINDOW AFTER WINDOW IS 
INSTALLED FURTHER TO THE RIGHT AS PROPOSED BY REF OM 
(ATTACHMENT DWG NBR. 1). THE INSTALLATION OF DOOR D-4 
WILL PERMIT ENTRANCE TO THE C&R WORKING AREA WITHOUT 
HAVING TO TRANSIT THE ON-LINE AREA. FINALLY, DEPT AGREES 
TO LEAVE DOORS D-3 AND D-6 AS THEY ARE ON UNDERSTANDING 

THEY ARE ALWAYS TO REMAIN CLOSED AND LOCKED. VANCE 


CONFIDENTIAL 
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